Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Toronto City 


General Cargo - 10,720 d.w.t. 
Spring 1967 
(20/05/1967) 


Captain Hine D 
Chief Eng Officer Jones R.M 





McLeod R.F 2nd Eng Officer Metcalf D.H 
Parr T.E 3rd Eng Officer Craig C.G 
Fyans C.W.A 4th Eng Officer Turner K.W 
Dye D.M 5th Eng Officer Hughes D.A 
Ferry W Electrical Officer Dunn R.B 
Owen R.J 
Willis F.J 
Carpenter Maule T.R 
2nd Steward Thomas E.J 
Autumn 1967 
(21/11/1967) 
Captain Hine D 
Chief Eng Officer Peat R 
Taylor J.R 2nd Eng Officer Crook W 
Donnellan M.T 3rd Eng Officer Cawley D.E 
Dye D.M 4th Eng Officer Blower J.W 
Kendrick R.F.A 5th Eng Officer Douglas A 
Ferry W Electrical Officer Hedley W 
Owen R.J 
Willis F.J 


Carpenter OwenE 
2nd Steward McCann C 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Radio Officer 
Purser 


Summer 1968 


(22/06/1968) 


Captain Waldie J.W 
Chief Eng Officer Peat R 





Taylor J.R 2nd Eng Officer Clark | 
Tiller C.R 3rd Eng Officer Twamley D.G 
Williams J.H 4th Eng Officer Auckland B 
Fyans C.W.A 5th Eng Officer Fraser K.A 
Ferry W Electrical Officer Ikin D 
Stenton S.W 
Willis F.J 
Carpenter OwenE 
2nd Steward Burns D 
Autumn 1968 
(01/12/1968) 
Captain Hine D 
Chief Eng Officer Brown L.G 

Taylor J.R 2nd Eng Officer Clarke | 
Owen H.R 3rd Eng Officer Robinson A 
Folley W.D 4th Eng Officer Rogers P 
Brown J.A 5th Eng Officer Wayne A 
Ferry W Engineer Cadet Mullaly A 
Willis F.J Electrical Officer Hedley W.R.H 


Bosun White M 
Carpenter Fielding C.R 
2nd Steward Clarke T 





Chief Officer 
2nd Officer 
Uncert Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Radio Officer 
Purser 


Summer 1969 


(30/06/1969) 


Captain Hine D 
Chief Eng Officer Holland D 


Owen H.R 
Brown D.M 
Folley W.D 
Appleton J.K 
Ranson J.W 
Willis F.J 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

5th Eng Officer 

Electrical Officer 

2nd Elect Officer 
Bosun Green W 
Carpenter Pestell B 
2nd Steward Clarke T 





Winter 1969 


(25/12/1969) 


Gallagher W 
Johnston J.M 
Fines | 
Gibson F 
Harding D 
Full G 


Captain Hine D 
Chief Eng Officer Renney E.C 


Owen H.R 
Jewell J.W 


2nd Eng Officer 
3rd Eng Officer 


Begg M.S 4th Eng Officer 
Ranson J.W 5th Eng Officer 
Willis F.J Electrical Officer 


2nd Elect Officer 
Bosun Green W 
Cook Hamer E 
2nd Steward Standish R 





Jones R 
Craig C.G 
Rowland S.W 
Kinela G.P 
Howley J 

Lee P 


Summer 1970 


(01/07/1970) 


Chief Officer Egan J.F 
2nd Officer Dye D.M 
Ext 2nd Officer Edwards R.A.F 
Radio Officer Glover G.F 
Purser Maskell T 


Bosun 
Carpenter 
Cook 

2nd Steward 


Captain Horn M.J 
Chief Eng Officer Renney E.C 
2nd Eng Officer McCarthy J.S 
3rd Eng Officer Veitch W.H 
4th Eng Officer Oates J 
5th Eng Officer Johnson E 
Engineer Cadet Dixon W 
Electrical Officer Brotherston C.W 

Purbrick D 

Blakely W.A 

Ritchie G 

Guiness G 


Spring 1971 


(01/04/1971) 


Chief Officer Railton W.A 
2nd Officer Malpass N.H 
3rd Officer Davies I.T 

Radio Officer Cunnison A.J 

Purser Standish R.F 


Bosun 
Carpenter 
Cook 

2nd Steward 


Captain Woodfield J.R 
Chief Eng Officer Twamley D.G 
2nd Eng Officer Turner T.A 
3rd Eng Officer Rogers P.S 
4th Eng Officer Weall A 
5th Eng Officer Corlett R 
Electrical Officer Gorman E.P 
2nd Elect Officer Gard R 
Purbrick D.R 
Nicholas D.F 
Ritchie G 
Bennett L.J 





Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Summer 1971 


(01/08/1971) 


Captain Saunders P 
Chief Eng Officer Renney E.C 





Robins M.R 2nd Eng Officer Hearne J.H 
Bell R.N 3rd Eng Officer Craig C.G 
Magner J.R.P.V 4th Eng Officer Corlett R 
Corbin D 5th Eng Officer Knowles E 
Kimberley D Jnr Eng Officer Burden J 

Electrical Officer Ward C.A 

Bosun Purbrick D.R 
Cook Porter C.R 
2nd Steward Scarffe-Cody M 
Spring 1972 
(29/04/1972) 
Captain Moore A.R 
Chief Eng Officer Green H 

Donnellan M.T 2nd Eng Officer Stronge R.R 
Thomas D.H 3rd Eng Officer Robinson A.J 
Folley W.D 4th Eng Officer Bibby J.G 
Owen H.R 5th Eng Officer Fitzsimmons R 
Grey R.W Jnr Eng Officer McGuigan P 

Electrical Officer Tuson R 

Bosun Connor W 
Carpenter Nicholas D.F 
Cook Traynor F 


2nd Steward 


Scarffe-Cody M 





Chief Officer 
2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1972 


(01/10/1972) 


Scott H.A 
Bytheway P.S 
Hodson R.B 
Stenton S.W.A 
Kimberley D 


Bosun 
Carpenter 
Cook 

2nd Steward 
Storekeeper 


Captain Miller K.D 
Chief Eng Officer Larcombe R.C 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 

Burns W 

Peacock W 

Thomas R 

Sayle R 

Pott J.W 





Spring 1973 


(01/04/1973) 


Scott H.A 

Robins G 
McMahon M.T.P 
Roberts G.A 
Christopherson P 
Goulbourne M.E 
Hamer E 


Stronge R.R 
Fletcher J.R 
Firth M 
Radford S.J 
Williams R 
Grange | 
Graham A.J 


Captain Miller K.D 
Chief Eng Officer Bentley L.F 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 

5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 
2nd Elect Officer 


Stevenson G.B 
Weall K 
Mather D.G 
Radford S.J 
Swan A 
Johnson A 
Donoghue P 
Lane T 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Radio Officer 
Purser 


Autumn 1973 


(07/10/1973) 


Captain Williams D.F 
Chief Eng Officer Shackleton J.H 





Palmer R.Q 2nd Eng Officer MacDonald J.A.M 
Schneiter W.A 3rd Eng Officer Lambert P.W 
Buckley P Ext 3rd Eng Officer Steinson T.J 
Marsden D 4th Eng Officer Williams R 
Pardoe T.R Jnr Eng Officer Smith D.S 
Page D.F Engineer Cadet Steel P 
Electrical Officer Shaw P.H 
Carpenter Grahamshaw J.J 
Winter 1973 
(19/02/1974) 
Captain Routledge J.D 
Chief Eng Officer Fawcus F 

Lowe J.H 2nd Eng Officer Currie I.S 
Wrigley S.E.H 3rd Eng Officer Haden R.D 
Buckley P 4th Eng Officer Bauchop L.D 
Waller R.A Ext 4th Eng Officer Kilcommins P.T 
Houghton E.A Jnr Eng Officer Nesbitt D 

Jnr Eng Officer Malin J 


Electrical Officer 
Carpenter Hughes (ch) P 





Douglas A.| 


